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Biologically based systems are under evaluation as primary water processors for next generation life 
support systems due to their low power requirements and their inherent regenerative nature. This 
paper will summarize the results of two recent studies involving membrane aerated biological water 
processors and present results of a trade study comparing the two systems with regards to waste 
stream composition, nutrient loading and system design. Results of optimal configurations will be 
presented. 



